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ACTION EUR-25 

INFO OCT-01 ISO-OO CIAE-00 PM-07 INR-11 L-03 ACDA-19 

NSAE-00 PA-04 RSC-01 PRS-01 SP-03 USIA-15 TRSE-00 

SAJ-01 HUD-02 HEW-08 AID-20 CEQ-02 COA-02 COME-OO 

DODE-OO EB-11 EPA-04 10-14 NSF-04 NSC-07 SCI-06 SS-20 

DRC-01 FEA-02 /194W 

019082 

R 171544Z JUL 74 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 3846 
INFO USMISSION NATO BRUSSELS 
AMCONSUL DUSSELDORF 

UNCLASBONN 11278 

E.O. 11652: N/A 

TAGS: ENRG, SENV, NATO, GW 

SUBJECT: CCMS ENERGY CONSERVATION (BUILDING PROGRAM) 

REF: A. STATE 148035; B. BONN 11102 

1. RWE OFFICIALS WHO WILL MEET WORKING GROUP JULY 30 AT 
ESSEN ARE HERR BIASIN (ELECTRIC HEAT PUMPS) AND HERR 
LANGE-HUESKEN. 

2. LANGE-HUESKEN INFORMED EMBASSY THAT RWE 
UNFORTUNATELY WILL NOT RPT NOT BE ABLE TO PROVIDE 
INTERPRETING SERVICES. BIASIN HAS NO ENGLISH 
CAPABILITY AND ALTHOUGH LANGE-HUESKEN DOES, HE FEELS 
IT IS INADEQUATE FOR HIGHLY TECHNICAL DISCUSSIONS ON 
HEAT PUMPS. 

3. IF PROFESSIONAL INTERPRETING DESIRED, PLEASE 

TRANSMIT ASAP FISCAL DATA TO ENABLE EMBASSY TO HIRE PROFESSIONAL 
QUALIFIED INTERPRETER CAPABLE OF HANDLING TECHNICAL 
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Errors: N/A 
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